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Date: 22-03-2022 Health Bulletin Time: 6:00 PM 
Bulletin No. 774 (since 15t* March 2020) 
@) Positive Today: 22 WY Recovered Today: 41 
4 Death Today: 00 4 Active Cases: 297 


S*’Y Sample Positivity today: 0.43% R% Recovery Percentage: 95.89% 


1. Total cumulative Positive COVID-19 detected since 01.01.2022: 91991 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 88212 (95.89%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3210 (3.49%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 272 (0.30%) 
5. Number of samples found negative for COVID-19 today: 5139 
6. Total number of samples sent for COVID-19 testing today: 4777 
7. Total number of cumulative samples found negative since 01.01.2022: 1222307 
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Uttarakhand State Control Room 


Integrated Disease Surveillance Programme C®&VID-19 


Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 


Detailed Status of Sample Tested 
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Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 


Details of State Control Room 


E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 


Toll free No: 104/01352609500 


a Whatsapp No. 9412080544 


Details of District Control Rooms 


05963-221822, 05963-297515, 7895235220 
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COVID-19 Vaccination 


22st March 2022 


*® Sessions Held Today: 964 

*® Number of Beneficiaries Vaccinated Today: 22980 
* Total Number of Beneficiaries Partially Vaccinated: 8626550 
* Total Number of Beneficiaries Fully Vaccinated: 8013041 


*% Total Number of Beneficiaries Given Precaution Dose: 415657 


Details of Beneficiaries Vaccinated in Uttarakhand 


Ps : Last 24 hrs 


Cumulative 


15-17 415-17 18+ 418+ Precaution 
years 1st Se cee Lata yee 1st Dose 2nd Dose 1st Dose 2nd Dose Dose Precaution 
2nd Dose 1st Dose 2nd Dose 


Dose Coverage Coverage Coverage Coverage Coverage Dose 
Coverage Coverage Coverage Coverage 


9755 


Bageshwar 


‘warmer | 3091 | 71430 | 33200 | 1511230 | teaa27e | 17784 | 17600 | aseas | 4sa10 | 46173 | 1827 
rnaintt | 1560 | a7as6 | 31712 | 76186 | 726863 | 14190 | 13821 | 20106 | 20141 | 40951 | 1463 
Peau | 4592 | sit21 | 22221 | 4533s | an6a05 | 7o1a | 720 | 7098 | 7171 | 28077 | 998 
ruswasar | 4777 | 76437 | 43328 | 1352757 | 1330047 | 12482 | 12554 | 34771 | 33848 | a1091 | 3679 
Turanasti | 1452 | 16880 | 9871 | 236467 | 222516 | 461 | 3485 | 4909 | 5057 | 24650 | 1267 _ 
twat | 30936 | 474946 | 303991 | 711638 | 7401037 | 120665 | 119813 | 188365 | 188200 | #15657 | 21752 
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